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THC SOURCE EVALUATIONS IN THIS REPORT ARE DEFINITIVE. 
THE APPRAISAL OF CONr£NT IS TENTATIVE. 

(FOR KEY SEE REVERSE) 
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Meopta, National Enterprise, located near the hospital in Prerov, now 
has 3 200 to 3,300 employees, about 1,000 of them women. There are 
two eight-hour shifts daily. The production of this 
of radar parts » range finders for airplane?} and AA guixs, fuses for AA 
arnmnitioL telescopes and theodolites for artillery, military glasses 
and pfecision appar-atusc 
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